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ABSTRACT 


A method of measuring scintillation of two laser beams 
propagating along single and folded optical paths has been 
devised, tested, and satisfactorily utilized. The system 
was utilized experimentally to verify theoretical predictions 
of the correlation of the two paths as a function of the 
metative path geometry. The apparatus utilized alternating 
optical pulses from the two paths. The detection system 
employed two signal processing channels with electronic 
Switching to permit sampling alternating source pulses with 
a time separation of 0.30 milliseconds. Several equipment 
Meneats and one field experiment were conducted. The results 
demonstrated good correlation with the theory previously 


developed in an accompanying project. 
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A. BACKGROUND 

The increasing interest of laser technology in applica- 
tions such as satellite communications using a laser beacon, 
the pointer-tracker problem, and the potential of describing 
pollutants in the atmosphere with a laser beam and corner 
cube reflector, makes it desirable to have the capability 
Bempredicting the statistics of the propagation of a laser 
beam through a folded (two-way) path. 

Atmospheric turbulence, beam wander, beam spread, scin- 
tillation, and other phenomena, affect laser beam propagation. 
Of these phenomena, scintillation is often selected as a 
parameter for measuring atmospheric turbulence. 

Much experimental and theoretical work has been done on 
the prediction of the effect of atmospheric turbulence along 
a one-way path and it is believed that this is now fairly 
well understood. The problem of the folded path, the subject 
of several works during the past decade, is less understood. 
The development and testing of a procedure by which the 
Statistics of the received irradiance of a one-way path 
could be compared to a folded path was the main goal of 


this experiment. 
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Bee) LieORY 

Seimtiliation iS random irradiance fluctuation at an 
observation point caused by random ray bending and inter- 
mumemec, it is due to changes of the index of refraction, 
a function of temperature and pressure, along the path of 


propagation. The average index is 


1 coy Ny 


mee ino © ASE Ct : 


ik 10° eS) 


where Index of refraction, 


=) 
il 


E Pressure, 
TS] Vengeratune ~ 


r 


Wavelength. 
In the weak turbulence regime an accepted statistical measure- 
ment of scintillation is the normalized log-intensity variance 


beet. 1] given by 


2 i Ome Ose 
Ory = 0.52 k /6 ;11/ Co (Zz) 
= 2 
where k a ie 3 
L = Path length, 
c? = Refractive-index structure 


parameter. 
Equation 2 is valid for the turbulence strength encountered 


during the experimental work. 


Le 





The primary motivation of this work was the verifica- 


tion of the theoretical predictions made by Ze'evi [Ref. 2] 


in which he calculated the expected correlation of a folded 


path to a one-way path. His results revealed a relationship 


between the variance of the fluctuations of the phase over 


a folded path and a one-way path as a function of the 


Peometry of the system (Fig. 1), given by 


where 


62 = 2 6, [1 + £(0,R, L,)] (3) 


o- = Variance of the phase fluctuations 
over a folded path, 


dp = Variance of the phase fluctuations 
over a one-way path, 


L = Outer scale of turbulence, 


R = Distance between the source or 
detector and the target, 


28 = Angle between the beam from the 
source and the reflected beam to 
the target. 


Furthermore, he stated that for R/L, > 500 and 9 < 5° 


where 


SOokhe) Ge) 

Ro sim.2¢ D | 
4 = i i ee a — (4) 
O be Ly 


Distance between the source 
and the detector. 
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In calculating Eyes) icseaeeuncelon Of Wis he predicted that 
as Yo increased from zero (D=0) to large values, f(y) 
decreased from 1.0 and slowly approached zero (Fig. 2). 
Knowing that the statistics of a one-way path and folded 
path are independent for 28 = 90°, one could choose an 
appropriate fraction of the maximum f(y.) value, say 10%, 
and establish the corresponding point for Y, as a character- 
izing value. 

A major portion of this experiment was devoted to testing 
the equipment and procedures to ensure adequate data could 
be collected for the folded path versus one-way path measure- 
ments. Two possible sources, a GaAs laser and a HeNe laser, 
were available to be used in the experiment. Because the 
GaAs laser 1s a non-coherent source while the HeNe is a 
Soemerent source, it was uncertain if the GaAs could be used 
as one of the sources. With the assumption of frozen turbu- 
lence, and uSing equation 2, the ratio of the log intensity 
variances of the HeNe to the GaAs should be approximately 


ie >: 
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The criterion established to use both the GaAs laser and 
the HeNe laser as sources were that measurements of the 
variance of the two sources along identical paths would 
yield a ratio of about 1.5 with a high degree of correlation. 
Similarly, two HeNe laser sources or two GaAs sources propa- 
gating along the same path should yield a ratio of about 1 


With a high degree of correlation. 





PiVveguE KaMeN TAL APPARATUS 


A. GENERAL 

Since there has been an active and continuing research 
efttort in the area of the effect of the turbulent atmosphere 
on the propagation of Electromagnetic signals at the Naval 
Postgraduate School [Ref. 3], much of the equipment required 
for this experiment was immediately available. In addition 
to adding components to the system already in use, some of 
the equipment had to be modified and reconfigured in order 
to provide the necessary measurements. A detailed discussion 
later will include these modifications. 

Because of the delicate nature of the measurements to 
be taken, it was deemed desirable to test equipment and pro- 
cedures thoroughly in the laboratory prior to outdoor scintil- 
lation measurements of a one-way path versus a folded path. 
This was eee lished first in the 145-meter-long basement 
corridor of the Naval Postgraduate School's Spanagel Hall. 
The laser sources were placed at one end of the corridor 
and the detector and processing equipment were located at the 
opposite end. Additionally, a lab in the basement of Spanagel 
Hall was used to make some of the test measurements when a 
short range was necessary. 

After satisfactory results were obtained in this con- 


trolled environment, the equipment was reconfigured in its 





mana £Orm in the corridor of Spanagel Hall. This operation 
provided the final preliminary check prior to one-way versus 
folded path measurements in the field. 

When these tests were completed, the equipment was 
relocated outside. Two outdoor sites were chosen. The 
first was the roof (sixth floor) of Spanagel Hall, which 
offered a reasonably realistic outdoor environment. For 
reasons to be discussed later, the equipment was then moved 
to a flat grassy area adjacent to and about 20 meters from 


Spanagel Hall. 


PeeDETAILS OF SCINTILLATION EQUIPMENT 

The signal receiving and signal processing, or data 
reduction, equipment configuration remained unchanged during 
both phases of the experiment, while the optical and source 
configuration differed from the test phase to the measurement 
phase. A detailed description of the optical equipment in 
Support of the test phase will precede an explanation of the 
optical equipment employed in the final configuration. 

ieecptical Equipment 

a eS twuaase 
(1) Laser Sources. Two types of lasers were 

utilized as sources. One was a .6328 micrometer HeNe laser, 
model 155 manufactured by Spectra-Physics. The second, a 
GaAs 12 array laser was later modified using a mixer rod 


to obtain a uniform beam spot. Both lasers were mounted on 
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Pimees CONtroOlled by micrometer screw adjustment which aided 
in precision alignment. 

(2) Triggering Equipment. <A mechanical circular 
chopper connected to a 3000 rpm electrical motor provided 
modulation for the CW HeNe laser, and triggering for the GaAs 
laser and signal processing equipment. Two different choppers 
were utilized during the experiment. One had an open-to- 
fied ratio Of 1:1 and the other of 1:4. The chopping 
frequency of both was 1000 Hz. 

In order to establish a triggering pulse, 
Synchronous with the optical pulses, a light emitting diode 
(LED) was positioned opposite a detector and the pair were 
mounted around the chopper to give a 1000 Hz trigger. This 
trigger pulse was used to trigger an Interstate P12 pulse 
generator set to create a 750 micro-second delay from the 
rise of the trigger to the GaAs laser trigger. The delay 
could be adjusted to obtain a proper interval between HeNe 
and GaAs pulses. The trigger pulse was also sent through 
a twin lead to a P25 pulse generator which initiated the 
triggering sequence for the data reduction system. 

(3) Beam Splitter. A beam splitter was required 
to align the beam propagation direction from both laser 
sources along the same path. Several potential optical 
flats were tested; however, it was discovered that they 


created an unacceptable interference pattern. It was then 


IBS, 





Meeided to use a 1.5 inch diameter NPC Pellicles which served 
as an excellent beam splitter. 
b. Measurement Phase 

Dependent upon the system's geometry, either all, 
Or a portion of, the equipment described below were utilized 
during scintillation measurements of a one-way path versus 
a folded path. 

(1) Laser Sources. Both the one-way path and 
folded path sources were HeNe lasers with the same specifi- 
cations as listed above. The folded path laser was modulated 
by the mechanical chopper while the one-way path laser was 
modulated by a Coherent Associates model 3003 Modulation 
System [Fig. 3). A Pockells cell, in conjunction with an 
external polarizer and a bias voltage, was employed to modu- 
late the laser beam [Ref. 4]. 

epmcedieopltetcre stOnmuncscadse or 1) = 0 (Fig. 1), 
(source and detector coinciding) two beam splitters were 
required. In all other measurements only one beam splitter 
was needed (Fig. 4). 

Hhe two main selection eriteria for the beam 
splitters were the quality of optical flatness and size. 
They had to be large enough to accommodate the beam spot size 
so that there would not be an unreasonable degree of sensi- 
Pryity in the alignment of the optical system. Several 


optical flats large enough for potential use were tested 
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Source and Detector End Showing, from left, 
Deteeuor ge seam Splatter, Cnopper;, Lens, Laser 





Target End Showing, from left, Beam Splitter, 
wencmeeolarizer, Pockelil'’s Cell and Laser. 
Mirror in back. 


Figure 3. Source and Target Optics for D = 0 


i) 
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Detectonernd Showing, from left, Detector 
with 3mm Aperture, Laser, Lens, Chopper 


Figure 4, Source and Detector (D # 90) 





for degree of optical flatness using an interferometer. Of 
those tested, a 6-inch diameter, l-inch-thick fused quartz 
optical flat was selected as the target beam splitter and 
a 6-inch by 4-inch elliptical flat was selected for the 
detector beam splitter. Both were given an aluminum coating 
to provide about 50% transmission, 

feemeecpetsS. TWO targets, a flat mirror and an 
uncoated corner cube reflector were selected. The flat 
mirror, a S-inch optical flat, was selected in the same manner 
as the beam splitter. The corner cube reflector had a 
2-3/4 inch diameter. 

2. Signal Detection Equipment 
a. Telescope 

MGinomtne tesem=pnase Of the experiment , “a 
5-inch Celestron telescope with a focal length of 90 inches 
and a central obscuration was used to collect the energy. 

An aperture of 3 millimeters was configured in 
Peont Of the telescope in order to qualify the system as a 
Memmt detector. Two criteria had to be met. The aperture 
had to be smaller than the fresnel zone size and the lateral 
memerence length 5° The fresnel zone size in the corridor 


configuration was 


fe = (5) 





For the corridor length of 145 meters, %. = 9.6 mm for HeNe 


E 


and - = 11.5 mm for GaAs. The lateral coherence length is 


given by Fante [Ref. 5] as 


Sys 


_ a 
Q, Gire45 =k CL) (6) 
From previous experiments [Ref. 3] in the corridor it was 
found that i varies from 10+? nouses 2/2 a 1) = meres 20) 


meee WOrst case, the lateral coherency length is 10.2 mm 
for HeNe and 15.7 mm for GaAs. Therefore the fresnel zone 
Size was the critical parameter and an aperture size of 3 mm 
was chosen as being well within the limit for a point detector. 
Seve Lect or 
The detector utilized for the scintillation 
measurements was a Model 50 EHS Silicon Avalanche Detector 
Manufactured by General Electric Company. This detector 
provided acceptable Signal-to-Noise ratios for both the GaAs 
and the HeNe lasers. A cavity that could be filled with 
1iguid nitrogen surrounded the detector and its holder. 
Cooling allowed full utilization of the detector's capability 
to detect weak signals. 
During the test phase, the detector apparatus 
mroeauetached directly behind the telescope. 
eye Preamp iifier 
The output of the detector was fed to a model 


113 PAR Low-Noise Preamplifier. This provided high gain, 
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o> to 107 and adjustable High and Low Frequency Rolloffs 


, 
that allowed selection of the bandwidth. 
meee olgnal Processing Equipment 
Added to the data reduction equipment already in use 
was a second demodulator and Log Converter, a switch and two 
pulse generators. Modifications were implemented in the 
computer processing. These alterations resulted in a 
System (Fig. 5) capable of analyzing pulses separated by a 
few hundred microseconds, from two different sources. 
a. Demodulator 
After leaving the preamplifier, the two signals 
were passed to the demodulators (Fig. 6). These devices were 
triggered separately causing each to demodulate one of the 
Signals. 
An incoming signal pulse was held at its instan- 
taneous maXimum signal level in a flat topped pulse for a 
desired duration while this peak was sampled (Fig. 7). The 
background was then sampled and subtracted from the signal 
Sample giving the differential output of the circuit. 
b. Log Converter 
Two Hewlett-Packard 7562 A Log Converters were 
the next instruments in the processing step. They produced 
dc output voltages proportional to the log of the dc input 


voltages (differential output of the demodulator). 
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Diagram of Data Reduction System 


Rieune 5. 





SDRAM DOE DH Fev Cis wae 


FERRER is 





—— ——e- - cee ee <ee oo 
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On left from top: Demodulator, Switch, Log Converter, 
Pulse Generators, and Oscilloscope. On right from top: 
Begecommenrter. Wemodulator, and Oscilloscope. 
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eeeeleectrical Switch 
The most significant addition to the system, 
allowing the interlacing of the two pulses, was the design 
of an electrical switch based on an AD7510D1 analog switch 
powered by a 15-volt supply. The switch received control 
Signals from the IEC P25 pulse generator along with the 
differential output signals from the two Log Converters. The 
trigger pulses, the compliment of each other, caused signals 
alternating between the two Log Converter outputs to be 
passed to the Nic-80 (Fig. 8) at a frequency of about 1000 Hz. 
d. Nic-80 Data Processor 
The next instrument in the sequence was the Nic-80 
data processor manufactured by Nicolet Instrument Company. 
This is a data averager followed by a 12K 20-bit-word digital 
Bemmuter and a fektronic CRT display unit. On-line data 
reduction by the Nic-80 provided a Gaussian shaped probability 
density curve from which the variance was calculated. Approxi- 
mately, each 15 seconds, one value of the variance for each 
Beerce was calculated from 16,384 samples. A detailed dis- 
emeston Of the Nic-80 can be found in Ref. 35. 
e. Hewlett-Packard 9825 
The HP-9825 functioned as the controller and 
input-output device to the Nic-80 and printer (Fig. 6). A 
direct interface between the Nic-80, HP 9825 and HP 9871 
printer gave 16 pairs of variance values for the two sources 


during one run. 


20 





sTeusts inding fo BurToe[419qUyT “8g sINsTYy 


“SpuODSOSTTT TW UT OUWTY 


“YOVIMS OY WOT 
andjno [etTUdLIFFTIp poutquoy) 


"LOVIOAUO) BOT 
puosss Fo yndjino Terz.WUsIIIFIFIG 


“1I9VAIDAUO) BOT 
3SITJ FO 3YNdINoO TetqUsIDZTFIG 


“sout? oTdwes [Teusts 
indjno [TetqUusLosFIp Bur.e.ASIp 
LOo1Ze19UaS astnd woLly TRUSTS 


“1oqyeTNuNdDIe 

O8-IJTN 02 WUAS 9q 01 STRUSTS 
andino [et,UusLIFFTp sut.eustsop 
1o.eL9NUas astnd wolzy TRUSTS 





I. eee CPE RI MENT 


Pee EXPERIMENTAL GOALS 

There were two main goals of the experiment. The main 
goal was to develop and test equipment and procedures to 
measure scintillation of two sources simultaneously. After 
the first was accomplished, measurements of the one-way and 
Folded paths were to be taken varying the distance, D (Fig. 1), 


and compared with the theoretical predictions of Ze'evi 


Meet. 2]. 


Meee XP eERIMENTAL PROCEDURES FOR TEST PHASE 

In addition to the main goal of testing equipment and 
procedures, several secondary objectives became apparent as 
the experiment progressed. Among these, the most significant 
was to compare the scintillation statistics of a coherent 
source with those of an incoherent source. Discussed in the 
following paragraphs are the sequence of experiments per- 
formed to arrive at a quantitative comparison of the two 
sources and to assure that the system was fully capable of 
producing the one-way versus folded path measurements. 

1 30 November 1981-1 December 1981 

During this period the first experimental trials were 

performed in the basement corridor of Spanagel Hall using two 
Maser sources, a HeNe laser and a GaAs laser. The lasers 


were aligned adjacent to each other with apertures about 70 mm 


ot 





apart. A 3.0 mm and a 3.6 mm aperture were configured in 
front of the telescope separated by 70 mm, to collect the 
HeNe and GaAs beam's energy respectively. Both apertures 
were behind bandpass filters to reduce background light. 
Sixteen pairs of data could be taken during a run. However, 
at that time the data reduction system was limited to sampling 
each source for an entire 15 seconds so that after 30 seconds, 
one value for each of the two sources was calculated. 
2. 9 December 1981 

The previous trials were repeated with the addition 
of the electrical switch in the signal processing system. 
Inclusion of the switch refined the data reduction process 
by causing alternating source pulses to be sampled approxi- 
mately every .5 milli-seconds. The pulses were separated 
Myeeoo Milli-seconds, which according to Tatarskii [Ref. 6] 
is short enough to assume frozen atmospheric turbulence. At 
this stage, the signal processing configuration would 
remain the same throughout the remainder of the experiment. 

bee LO-14 December 1981 

The system was again refined, in this case to elimi- 
nate the effect of the path differences of the two sources. 
Becontiguring the optical system as in Figure 9 produced 
beams from the two laser sources which propagated along 
identical paths. The NPC Pellicle was utilized for the beam 
Splitter. To avoid aperture averaging, a single 5.6 mm 


aperture was placed in front of the telescope. 
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Figure 9. Diagram of Corridor System 


55 





In this configuration several measurements were taken 
momcempare the scintillation statistics, the ratios of the 
variances given by equation 2, due to the turbulence in the 
corridor. Much of the corridor's turbulence was attributed 
to overhead heating ducts positioned along the entire optical 
path. Two major observations were made during these runs. 
First, as a function of time the values of variance from 
both sources did not follow the same trend. The GaAs laser 
variances remained fairly constant while the HeNe laser 
variance fell. Second, the GaAs variance values were very 
Sensitive to minor adjustments in the laser alignment. 

Using an infrared viewer, a column of 12 rectangular patches 
was observed at a distance of 7 meters from the GaAs laser. 
Minor adjustments of the laser's micrometer screw changed 
m@emposition of the patches relative to the HeNe spot 
by as much as an entire patch. 

4. 18 December 1981-8 January 1982 

Because of the observations noted during the previous 
medals, it became necessary to investigate the possible con- 
tribution of the source variance to the variance of the 
intensity due to turbulence. The effects of turbulence 
were reasonably eliminated by shortening the optical path 
and relocating the equipment in a single room. The con- 
figuration was fundamentally as depicted in Figure 9 with the 
following exceptions. A source aperture of .55 mm diameter 


memplaced in front of the beam splitter. The telescope was 
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meumanated and an aperture-to-detector distance of 2.535 
meters was selected to resemble the focal length of the 
telescope so that the detector lens focused properly on the 
detector. The GaAs laser was aligned to allow the same patch 
as in the previous trial to fall on the detector. Neutral 
density filters were used to match intensities. 

Several runs were taken in this configuration on 
six different days. Minor changes were made, such as 
increasing the beam splitter-to-chopper distance to reduce 
microphonic motion of the beam splitter. On the sixth day 
measurements were taken while alternating a neutral density 
filter in front of the detector to investigate the effect of 
different intensities on the value of the variances. 

With the realization that the assumption of log 
normal distribution of the source intensity might be incor- 
mect, it seemed more reasonable to assume a normal distribu- 
tion and therefore bypass the Log Converters in processing 
the signals. Runs taken in this configuration included a 
new 400-watt GaAs laser with a mixing rod. 

mee 2-15 January 1982 

After the source variances had been determined, the 
optical system was again arranged along the corridor to 
measure the correlation and ratios of the variances of HeNe 
and GaAs lasers. During this and all further measurements, 
the GaAs laser with mixer rod was used because it provided 


a beam of uniform intensity. An aperture of .5 inches was 
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positioned along the propagation path seven meters from the 
beam splitter. The second chopper (open-to-close ratio of 
ieeprovided a means to sample the two pulses within .2 milli- 
seconds of each other during one cycle. 


6. 14 January 1982 


Previous trials had given inconclusive correlation 
results; therefore it was desirable to Tecernine if the 
atmosphere was frozen during the interval between pulse 
sampling. This was accomplished with a single HeNe laser 
whose beam passed through a modified 1:4 ratio chopper. A 
2.2 mm hole drilled 1/3 of the distance after each opening 
in the chopper modulated the laser, giving two pulses sepa- 
rated by .27 milli-seconds each cycle. 


7. 18-22 January 1982 


The previous experiment was repeated with the GaAs 
laser. Two consecutive pulses, separated by 2.6 milli-seconds 
were obtained by using the double pulse mode of a pulse genera- 
tor. A modification was applied to the demodulator previously 
employed in the HeNe signal circuit to accommodate the peculiar 
pulse stretching requirements of the GaAs pulse. Both this and 
Phe previous experiment yielded excellent results. 


8. Week Beginning 25 January 1982 


Having obtained conclusive results in the two previous 
experiments, correlation measurements were once again initiated 
With two different sources. The configuration shown in Figure 
9 was modified to include a 3 mm aperture in front of the GaAs 


laser, added to approximate a point source. 
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During this trial and the double-pulsed GaAs laser 
trial a bias voltage of 1.5 volts was applied to both 
demodulators. The demodulators were designed to operate with 
Only positive signals; however, it was found that the PAR AC 
coupling which shifted the zero of the signal to the average 
value across one cycle resulted in signals with negative 
values. Higher signals gave higher negative values after 
passing through the PAR. To investigate the effect of this 
phenomenon, several measurements were taken while varying 
the bias voltage to the demodulators between -0.5 volts and 
2.5 volts. It was found that negative signals gave erroneous 
mesults. 

mez -> February 1982 

The above trial was repeated substituting a second 
HeNe laser for the GaAs laser. The purpose of this experi- 
ment was to determine if the correlation between two different 
HeNe lasers was high enough for use in the one-way-versus- 
folded-path measurements. Signal pulse widths were adjusted 
to .20 milli-seconds and .25 milli-seconds for the chopped 
and electrooptically modulated lasers respectively. Approxi- 
mately .35 milli-seconds separated the pulse sampling. Prior 
to taking measurements in this configuration the problematic 
demo dulator's circuitry was modified to eliminate the require- 


ment for a bias voltage. 
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mje 4-11 February 1982 

Upon satisfactory completion of equipment testing, 
the systems final configuration (Fig. 10) for one-way-versus- 
folded-path measurements was arranged in the corridor. The 
fampese Of this trial was to test the system in a controlled 
environment prior to taking the measurements outside. 

Figure 11 depicts the optical system configured for 
the case of D = 0 (Fig. 1). Initially the Pockells cell 
modulated laser (one-way source) was positioned perpendicular 
to the optical path. However an interference pattern was 
induced by double reflection from the front and back surfaces 
of the six-inch beam splitter. To resolve the problem the 
polarization of light was adjusted to be in the plane of 
incidence so that the Brewster's angle given by Hecht and 


miupace [Ret. 7| as tan 9. = n/n; could be set to eliminate the 


Pp 
reflected beam from the front (uncoated) surface. For air 
= m0 and for fused quartz = 1.458 [Ref. 8] giving an 
emele of 55.6°. 

Five scintillation measurements were taken with a 
flat mirror target while varying detector aperture sizes, 
from the detector lens decreasing to 3 mm. During runs with 
smaller apertures, the detector was cooled with liquid 
nitrogen and an avalanche voltage of 1600 volts applied. 


Ratios of the average variances of the folded path to the 


one-way path for each case were calculated. These results 
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Initially, measurements were attempted during hours 
@@ darkness for ease of efforts in the critical alignment 
process. However, two weather factors prohibited the collec- 
tion of meaningful data. Nights tended to be foggy which 
resulted in some uncertainties in the data. The second 
factor, low turbulence levels, gave variance values in the 
Seurce Variance regime of ‘iene 

Since the above factors could not be regulated it was 
decided to attempt measurements during daylight. Data 
collection was initially hampered by equipment difficulties. 
First, the triggering signal from the LED-Detector pair was 
extremely distorted because of the large amount of ambient 
light that reached the detector. This problem was eliminated 
by encasing the entire chopper and contents in an aluminum 
box. The second difficulty was similar to the first in that 
the ambient light reaching the Silicon detector caused 
unacceptable noise levels. A narrow bandpass filter inserted 
in front of the detector completely eradicated the noise 
Signal. Upon implementation of the above system additions, 
Scintillation measurements for the cases of exact folding 
(D = 0) and with a separation distance of 5 cm were taken. 
Both the flat mirror and corner cube reflector were used as 
targets. 

Data taken thus far was somewhat erratic. An investi- 


gation of the possible basis for this revealed that high winds 
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of about 15 knots created small vibrations in some of the 
@eetcal Clements leading to erroneous scintillation measure- 
ments. Attempts to isolate the elements from the wind 
proved fruitless. 

2. 25 February 1982-4 March 1982 

The factor of the wind's influence on the roof 
necessitated selection of a second site. An area adjacent 
to and approximately 20 meters from the southern side of 
Spanagel Hall provided an adequate optical range. The cement 
tables were stationed with a separation of 62 meters. A flat 
grassy area with a concrete sidewalk crossing about midway 
comprised the terrain over which the laser beams propagated. 
A portion of the optical path was shaded by a few trees 
located from 10 to 100 meters from the path. The roof con- 
figuration of the optical and detection system was again 
employed with the optical elements located 1.1 meters above 
the ground. A room in the basement of Spanagel Hall housed 
the signal-processing equipment. 

With a 3 mm detector aperture, measurements were 
attempted using both the retro-reflector and flat mirror as 
targets. These runs included source-detector distances of 
0 and 5 cm. Although data collected with the retro-reflector 
target seemed to be consistent, the flat mirror target again 
resulted in erratic data. Night observations at the detector 


of the folded path beam spot revealed a great deal of 





Structure. It was observed that this effect was caused by 
femor inhomogeneities within the six-inch beam splitter. 

In order to eliminate this problem, the system was again 
reconfigured with the flat mirror removed and the six-inch 
beam splitter with its coated surface oriented toward the 
MeecetOor, substituted for the target (Fig. 12). This arrange- 
ment included direct alignment of the one-way source and 
detector. A second check of both source beam spots showed 
that neither exhibited the structure discovered earlier. 

One further addition was made to the optical system 
prior to taking final scintillation measurements. To reduce 
the problems of beam wander and sensitivity of the system to 
alignment, plano convex lenses with focal lengths of 285 mm 
Meemeces placed directly in front of both lasers to diverge the 
beams. A beam spot of sixe 22 cm was obtained at 62 meters, 
compared with 7 cm without the lenses. 

These final system corrections proved to be sufficient 
to permit scintillation measurements to be taken. An accept- 
able signal-to-noise ratio was achieved by applying the 
avalanche voltage of between 1900 volts and 2000 volts (1600 
volts when the detector was cooled) to the detector and 
adding gains from 200 to 1000 from the PAR. Although several 
runs were taken for each of the five detector-source separa- 
tion distances (D), 16 data pairs could be used for each 
distance. The criterion of precise optical alignment had to 


be met for meaningful data to be collected. Judgments on the 
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acceptability of the data were easily made by viewing the 
ekiedisplay of the Nie=80 durimg on-line data reduction. As 
discussed in Section II, a Gaussian shapped probability curve 
was displayed on the CRT for each data point. During runs 
lacking the precise alignment required, obvious distortions 
mimeie shape of the Gaussian curve occurred. Major incon- 
Slistencies were also found among the 16 data pairs collected 
during one of these runs. 

However, with patience and extreme care in aligning 
the optics, five sets of acceptable measurements were collected 
on three separate days. The results of data collected during 
this experiment and on some of the previous trials are 


reported in Section IV, Results and Conclusions. 
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ie eee lt SAND CONCLUSIONS 


A. GENERAL 

As was stated earlier, the two major goals of this 
experiment were to test the equipment and procedures and 
to compare scintillation measurements for one-way and folded 
paths. The measurements can be broken down into two distinct 
experimental evolutions. First is a group of experiments 
beginning with the 30 November 1981 trial, that measured one- 
way optical path scintillation. The second category of 
data collection consists of the 25 February 1982-4 March 1982 
experiment and those directly leading to it that included 
both one-way and two-way experiments. The results of the 
work will be discussed within the framework of these two 
categories. The discussion to follow will demonstrate how 
the evolution of results gave credence to the outcome of the 


final three days' measurements. 


B. ONE-WAY MEASUREMENTS 

The primary quantitative measure used in analyzing the 
one-way variance data was the principle of Least Squares 
curve fitting. A slope and ordinate intercept were obtained 
from a straight line drawn through the data points. From 
data read into a Hewlett-Packard 85 calculator using its 
Botandard Pac" cartridge, the equation of the line was 


determined: 





Vag a eae (7) 


where y = Value of the ordinate variance, 
x = Value of the abscissa variance, 
a = Slope of the line, 
b = Ordinate intercept. 
Also obtained from this program was the correlation coefficient, 
Beeort the data, 
1. Correlation Measurements Prior to 18 December 1981 

Of the numerous measurements made with the GaAs and 
HeNe lasers together, ten sets of runs were chosen for linear 
regression computations. The HeNe and GaAs variances were 
designated as the ordinate and abscissa points respectively. 
Eight of these gave slopes between .92 and 1.28 while the 
Pemaining two were 1.87 and 1.735. Correlation coefficients 
ranged from .71 to .96 with all but one of the ten below .90. 
A calculated slope of approximately 1.518 (from Equation 2) 
and a correlation equal to or greater than .95 was expected 
for selection of these two sources for the folded path 
measurements. 

After searching for a reason for inconclusive results 
mimetiis Stage, it was felt that, due to the time varying 
inconsistencies in the variance values as discussed in Section 
TT71, one or both of the sources were unstable and could have 
Contributed to the atmospheric turbulence variance. Generally 


1t 1S expected that the laser source variance 1s much less 
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than the variance due to the atmosphere. If this were not 
the case for the HeNe laser, and the two variances were 
additive, a slope of less than the expected 1.518 would occur 
and thus explain most of the data. Additionally, unstable 
taser sources could result in lower correlations than 
expected. 

2. Source Variance Measurements 

Approximately 80 measurements, each consisting of 
16 pairs, were produced in the short-range experiments with 
the assumption of log normal distribution. Three of the 
results are summarized below. First, both laser's insta- 
bilities grew with time. For example, during one three-hour 
series of runs the GaAs laser variance grew by 21% while the 
HeNe laser variance grew by 55%. Second, at low signal 
intensities (less than about .7 volts) the variance of the 
HeNe laser had very high values. Third, a definite intensity 
dependence of the source variance of both lasers was 
discovered. 

This last result led to a change in the log normal 
assumption to an assumption that the source variances were 
normally distributed. <A brief mathematical explanation of the 
difference in the two assumptions is found in Appendix A. 

By extracting the average intensity values from the Nic-80 
and bypassing the Log Converters, the values of the variance 


of the normalized intensity (Appendix A) were calculated 
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for six sets of runs on 8 January 1982. The values 
(Appendix B) of the normalized intensity variance for the 
GaAs laser (with and without mixer rod) demonstrated that 
for each pair of measurements, higher average signals resulted 
in lower variances. Values for the HeNe laser were too close 
to show the same intensity dependency. The HeNe source 
Variances were all less than 3.0 x 107% while the GaAs source 
Variances ranged from 4.6 to 7.8 x Oa iy 
3. Single Laser Correlation Measurements 

In testing the frozen turbulence assumption, con- 
clusive results were obtained with both the GaAs and HeNe 
lasers With a pulse sampling separation of approximately .30 
milli-seconds. Measurements with the double pulsed HeNe 
Paser gave an excellent correlation of .998, a slope of 


1.01 and ordinate intercept of -2.74 x Oa 


(havoes £3), 
Similarly, data taken for the double pulsed GaAs laser 
meeeeeeed a Correlation of .999, a slope of 1.04 and an 
Meainate intercept of -2.42 x oe (Fig. 14). The calculated 
rope in both cases is a 1.0 (Equation 7). 
4. Two Source Correlation Measurements 

Data collected during the week of 25 January 1982 
served the purpose of investigating the effect of applying 
different bias voltages to the demodulators in an attempt 


to maximize the correlation of variances between the Gads 


and HeNe lasers. From the summary of data collected on 
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26 January 1982 (Appendix B), it is seen that except for one 
ease eincreasing the bias voltage increased the correlation. 
A repeat of run number 5 the following day yielded results 
PereealsO Supported this trend. For the case of a bias 
femeetee Of 2.5 volts, a correlation of .973, slope of 1.673, 
mmamordinate intercept of -6.25 x ome was achieved (Fig. 15). 

The best measurements taken of five runs conducted 
using two different HeNe lasers yielded a correlation of 
meeoeeslope of 1.157, and ordinate intercept of 1.90 x ior 
mos. 16). 

Although the results quoted above are for the best 
data in each series of runs, the overall correlation coeffi- 
cients for the two HeNe sources! runs were slightly higher 
than those of the HeNe and GaAs source runs. It was also 


noted that in both cases the experimental slope values were 


Slightly greater than 10% higher than the theoretical values. 


C. FOLDED PATH MEASUREMENTS 

The results of scintillation measurements of a folded 
Maen Versus a one-way path, taken in the three different 
meeaerons, Will be discussed, It must be pointed out that 
there is a degree of uncertainty in the confidence of the 
results of the first two experiments because of the structure 
discovered in the six-inch beam splitter. However, they will 
be discussed to the degree in which they relate to the final 


results and to show general trends. 
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image Cuantitative measure used in analyzing the data 
collected during this phase was the ratio of the averages of 
the scintillation strengths of the folded path and one-way 


Memeie path) given by 
a (8) 
S 


According to Ze'evi's theoretical prediction [Ref. 2], for the 
case of spherical waves, this ratio can be expressed as 


11/6 


F = [1 + £(y,)] (9) 


where a Po mnuenaD -cdizatlon 4. For example, in the exact 
Beading case ee = 0 and Ee) = 1 (Fig. 2). Therefore a 
ratio of 7.13 is expected. For different values of the 
SOurce-to-detector distance, D, and a selected value of Lo» 
the theoretical curve can be compared with experimental data. 
ime COuridor Measurements 

A single series of five measurements demonstrated the 
ereets Of saperture averaging. Por the one-way path, the 
Hens aperture resulted in a variance of 1.48 x 107° Wiel e 
the 7 mm, 6 mm, 4.3 mm, and 3 mm apertures yielded a fairly 
eemotant Value of approximately 2.50 x Mayers As was dis- 


cussed previously, this was expected. However, the folded 
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with decreasing apertures. Ratios (R) thus increased from 
Meermeto 8.61. According to Ze'tevi [Ref. 2], the curve 
illustrated in Figure 17 should flatten out around the 3 mm 
point. Because insufficient energy reached the detector with 
smaller apertures, this could not be experimentally verified. 
One set of 40 data pairs with the corner cube 
reflector as the target yielded a ratio of 5.71. 
2. Roof Measurements 
Although scintillation measurements were taken for 
both the cases of exact folding and for a 5 cm detector-to- 
SOurce separation distance, only the results of the exact 
Moam@e are reported. Three consecutive runs of 16 data 
Pameseeach, with the flat mirror target yielded ratios of 
fees. 70, and 6.26. Weather conditions during the first 
run were clear and sunny; however fog began to settle in 
Gumme the latter two. Ratios of 2.55, 3.92, and 2.92 were 
recorded for three consecutive runs with the retro-reflector 
target. 
3. Final Measurements 
Immediately prior to implementing the final configu- 
ration as depicted in Figure 12, scintillation measurements 
using the retro-reflector target for the case of exact fold- 
ing were obtained. The resulting ratios for two runs were 
Sead and 3.83. 
Results of data collected during final configuration 


runs appear in summarized form in Appendix B. Measurements 
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Pememedetector source distances of 0, 20, 40, 70, and 105 
mememme ters ylelded ratios of 8.23, 6.19, 6.12, 4.35, and 
Seemeerespectively. One ramification of data collection 
throughout a three-day span during different periods of day 
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was variances that ranged from 9.20 x 10. 
An outer turbulence scale size (Lo) of 20 cm gave the best 
fit of the theoretical prediction (equation 9) to the exper- 
imental results. Figure 18 shows Ye (equation 4) plotted 

as a function of both the theoretical ratio (the solid curve) 
and the experimental points. 

Of the 80 data pairs collected during the above five 
runs, there were six instances in which an individual data 
pair yielded a ratio differing by a factor of two from the 
average ratio for that particular run. Ratios of the major- 
ity of the remaining data pairs were within 25% of the 
averages. The run with the most consistent data was for the 
case of exact folding while the most inconsistencies occurred 
in the D = 20cm and D = 40cm runs. There are two known 
possible sources of error. The first 1s alignment. Precise 
alignment was the most demanding and difficult requirement 
of the experiment. The second was the apparent influence of 
temperature on the tunctioning of the Pockells cell. Occa- 
Sionally the average one-way signal strength would change by 
as much as 20%. After this occurred, a check of the modula- 


tion system revealed that a different bias voltage to the 
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Pockells cell was needed. Veeieievoncaminescction I11, 
the data's acceptability was judged by the shape of the 
Gaussian curves. One such set of curves for the twelfth 


data pair in the exact folding case is given in Figure 19. 


Dee eoNCLUSIONS 

It seems reasonable to draw five main conclusions from 
these results. 

First, 1t 1S experimentally feasible to measure scintilla- 
tion strength along a one-way and folded path and to vary the 
detector to source distance with the equipment available, 

Secondly, the turbulence must be great enough to yield 


3 en eaedne ; 
BOmaviOmgn Ss TOntirtcancecOntriputeLons 


Maorances of at least 10 
from the HeNe sources utilized in this experiment. 

Thirdly, the assumption of frozen turbulence is correct 
for sampling times of .30 milli-seconds. 

Fourthly, a ratio of the variances of the tolded path 
to one-way path for the corner cube reflector target and 
eeewet folding is of the order of 5.44. 

Fifthly, there is a relationship between the normalized 
log intensity variance over a folded path and one-way path, 
and the system's geometry which is consistent with Ze'evi's 
model. 


The latter two items require further investigation. The 


second item must be checked for each laser. 
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V. SUGGESTIONS FOR FURTHER INVESTIGATION 


The following is a compilation of miscellaneous recom- 
mendations for future experiments. 

A broader data base should be obtained for the one-way- 
versus-folded-path scintillation statistics. Measurements 
Sioudeinclude data points for 5 cm or 10 cm intervals of 
the source-to-detector distance and should be taken at a 
Variety of field locations. Initially this should be with 
equipment employed for this experiment. 

The effects of aperture averaging for the one-way-versus- 
folded-path case should be experimentally verified. This can 
be accomplished by using shorter ranges to increase the 
energy reaching the detector, thereby permitting smaller 
detector apertures to be tested. 

mmEner investigation into the scintillation statistics 
of a one-way versus folded path, using a corner cube 
reflector target should be conducted. A modification of 
the optical system or the procurement of a high quality 
beam splitter to replace the six-inch beam splitter in the 
current optical system would be required. 

The basic experiment could be repeated using different 
laser sources (both coherent and incoherent). A purpose of 
these experiments is to determine the extent of applicability 


Sa the theoretical predictions. In all cases the correlation 





of the two sources and their source variance should be 


checked prior to folded versus one-way path measurements. 
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APPENDIX A 
De PiNGLTON BETWEEN, THE VARIANCE OF THE 
NORMALIZED INTENSITY AND THE NORMALIZED LOG INTENSITY 
The following development will serve to illustrate the 
intensity dependence in the variance of a normalized 
variable compared to the lack of an intensity dependence 
in the variance of the log of a normalized variable. 


The variance of a normalized variable, 2%, is given by 


a = <2°> - <g> (AT) 
Let 
VS Niles (A-2) 
where 
YS ROW PEUL UL BSC MigtwenS Wee. 
Pe eee Cr Solita. 
I, = average intensity, 
and 


Ve Jl (A-3) 


Then, from equation A-1 the variance of the normalized 
intensity is 


2 


a = (L/h 9S < sly tas (A-4) 


Because the average intensity is a constant, equation A-4 


@an be written as 





ho 


iis = 2157) (A-5) 


Q 
=< 
lt 
als 


which, from equation A-1l and A-3 is 


Le ) 
Q 
<0. 


Cy = a? Sorc (A-6) 


Ot 


thus demonstrating the inverse square of the average intensity 
dependence on the variance of the normalized intensity. 
For the case of the variance of the log of the normalized 


mitensity, let 


i 
x = log (—--) (A-7) 
O 
where x = log of the normalized intensity; 
furthermore 
x = log 1 - log I, 
and 
x = x' = A (A-8) 
where x' = log I, (A-9) 
ay = 


log ie NipGuiees na mcOns tant. 


Then, from equation A-1, the variance of the log of the 


normalized intensity is 


2 


5 
oO” = ae - <xX>~ (A-10) 
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and from equation A-8 


ge = <(x' - A)*> - <(xt - A)>? ia 
ets 5 2A <xts + a? : See ee te a2 
= Bes . <xt> (A-12) 


From equations A-1 and A-9 this is 


thus having no dependence on the average intensity. 
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jae te Sy NDING 6: 


DATA 

SOURCE VARIANCE MEASUREMENTS 8 JANUARY 1982 

RUN HeNe SIGNAL GaAs SIGNAL HeNe GaAs 

_ (volts) (volts) ae (x107*) of wala: 
a - 956 ero 4 lt JAS, [Bs 
2 5 les, io 2 1.54 (RES, 
o i, OOS) 1.454 20 Prac 
4 ie 50S laa 5.4. eee © 5 oe. 
5 Sr ~985 Lape 4.60 
6 1.872 Ses 2.78 6.14 
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HeNe AND GaAs CORRELATION 


RUN 


Cat 


BIAS (volts) 


oF 


Jed 


ao) 


U0 


. 46 


. 00 
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. 20 


yOd 


SLOPE (a) 
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